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ENTlAi. 


10 December 1954 


MEMORANDUM FOR: Deputy Director (Administration) 
SUBJECT : Conflicts of Interest 
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1. Reference is made to Agency Notice Nc 
15 December 1953 concerning conflicts of interest. 


2. The Medical Office submits a negative report as 
having no personnel who represent private interests with 
respect to matters in which confidence has been reposed 
in them as Federal employees. 
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